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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 223510 
66 

ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO EPA-04 DOTE-OO /023 R 

DRAFTED BY HEW:WGEMMA 
APPROVED BY EUR/RPM:ESCAMPBELL 
EUR/CE:RCASAGRANDE 
EPA/CCMS:FAHARRIS 

048463 

PR092112Z SEP 76 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN PRIORITY 
INFO USMISSION NATO 

UNCLAS STATE 223510 

E.O. 11652: N/A 

TAGS: CCMS, SENV, GW, TBIO 

SUBJECT: CCMS: EMERGENCY MEDICAL SERVICES FOLLOWUP: 

VISIT OF ADAC OFFICIALS TO U.S., SEPT 19-25 

REF: BONN 14209 

1 . FOLLOWING PROGRAM HAS BEEN ARRANGED FOR THE ADAC VISIT: 
SEPTEMBER 22 

MORNING: DR. WILLIAM R. GEMMA - INTERNATIONAL EMERGENCY 
- MEDICAL SERVICES ACTIVITIES 

LUNCHEON: DR. ROGER O. EGEBERG - SPECIAL ASSISTANT 
TO THE SECRETARY HEW FOR HEALTH POLICY 

AFTERNOON: DR. R.A. COWLEY - VISIT, UNIVERSITY OF MARYLAND 
AND CITY OF BALTIMORE EMERGENCY MEDICAL SERVICES AND CIVIL 
DEFENSE PROGRAM TO INCLUDE SHOCK TRAUMA CENTER AND 
HELICOPTER RESCUE SERVICE. 
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MORNING: SPECIAL TOUR OF THE WHITE HOUSE 

AFTERNOON: MR. LEO SCHWARTZ - BRIEFING ON ROLES AND 
RESOURCES IN EMS PROGRAM OF THE US DEPARTMENT OF 
TRANSPORTATION. 

2. RECEPTION HAS BEEN TENTATIVELY ARRANGED BY MR. KARL 
HEINZ NEWMANN, COUNSELOR OF TRANSPORTATION AND COMMUNI- 
CATIONS, FRG EMBASSY, FOR THE EVENING OF SEPTEMBER 22. 

THIS WILL BE CONFIRMED ON ARRIVAL OF THE ADAC DELEGATION. 

3. WE ARE ATTEMPTING TO WORK OUT SUITABLE TRANSLATION 
SERVICES FOR SEPTEMBER 22 VISIT TO HEW/DOT AND SHOCK 
TRAUMA CENTER. KISSINGER 
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Current Classification: UNCLASSIFIED 

Concepts: VISITS, MEDICAL RESEARCH 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE223510 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WGEMMA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760341-0506 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760976/aaaacnen.tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 
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Previous Classification: n/a 
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